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COUNTRY 


East Germany 


REPORT 


50X1-HUM 


subject VEB Werk ** uor Fernmoldewssen: 1957 
Tub© Production Plan 


jate distr. 24 October 1956 


DATE OF 
INFO. 

PLACE 
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NO. PAGES 
REQUIREMENT 
NO. . 


REFERENCES 
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SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 
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50X1-HUM 


The annexed table lists planned 1957 tube production for VEB Werk fuer 
Femmeldeweaen (WF). as of 27 July 1956, All amounts are in thousands 
of units. 50X1 -HUM 


were still in the developmental stage as of late July 1956* 


2 0 | Comment : Tube types designated by an asterisk (*) were still ' 

in 0-series production as of late July 1956. 
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Tube Type 


1957 Plan 

Total 


Radio Tuben (Ruudfunkroehre) 


LV 3 22 

SRS 552 V 16 

P 50 HI 4" 

6 AC 7 K 25 

6 AG 7 K 2 

EAA 91 88 

ECC 91 20 

ECC 84 155 

EF 96 21 

EF' 80 635 

EF 85 200 

EF 89 835 

UF 80 8 

UF 85 8 

OF 89 75 

EF 860 1 

E/IL 861 1 

KAflC 80 800 

UABC 80 70 

PABC 80 24 

ECH 81 650 

ECF 82 120 

ECL 82 73 

EL 81 115 

EL 83 115 

PL 83 6 

EBF 80 325 

UBF 80 40 

*2 EBF 89 130 

PL 36 5 N 

D/ET 86 10 

* UCL 82 10 

4605 


Image Tubes (Blldroehren) 

B 30 M 1/2 
B 30 G 1 
B 43 M 1 


58.0 
0.075 
Ms 


Other Tubes (Sonstige Roehren) 


B 13 s 2 

0.2 

B 13 S 4 

0.6 

B 13 S 4n 

0.07 

B 13 S 3 

0.050 

F 9 H 2 

0.12 

HF 2740 

0.04 

B 8 S 1 

0.065 

B 13 S 1 

0.02 

B 13 M 1 

0.02 

B 13 S 21 

0.065 

STR 70/6 

6.0 

STR 85/10 

10.0 

STR 90/40 

4.0 

STR 100/40 z 

5.0 

STR 150/20 

24.0 

STR 150/30 

5.0 

STR 150/40 z 

8.0 

STR 280/40 

12.0 

STR 280/80 

15.0 
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1957 Plan 



Tub© Trpa 

T^&l 


Other Tube# (Con'd) 



S 1 / 0 , 21 II A 

2,5 


S 1/0, 21 II E 

3.0 

* 

Z 5823 

4.1 


S 1,3/0, 5 i 

3.8 

» 

S 0,8/21 III 

0,75 

# 

S 5/1 1 

0,4 


S 5/6 1 

Of c 

♦ 

S 1/61 IV 

0*51 

p 

S 1/0,21 III 

0.1 

p 

S 7, 5/0 , 6 d 

0.15 


S 5/20 1 

0.06 


S 15/5 d 

0.42 


S 15/40 1 

0.8 


s 1/20 1 IV 

Technical Tubes (Techn. Ho eh ran) 

0.12 

* 

GriS 253. 

2 

p 

G 7, 5/0,6 d 

8 

p 

G 10/4 d 

2.5 

* 

T 113 

1.65 

p* 

GA 560 

1.2 

pp 

730 

0.06 

p * 

1 B 24 

Transmitter Tube* (Senderoehren) 

0.08 

* 

SRS l 54 

0.8 


SrtW 356 

0.01 


surf 357 

0.2 


SRL 351 

0.14 


SKL 352 

0.185 


SKS 451 

0.13 


SRL 452 

0.02 


SHrf 452 

0.002 


SH/f 353 

0.007 


SKL 353 

0.05 

p 

SRL 354 

0.04 

p 

SRrf/L 355 

0.01 


LD 7 

0.2 


LD 9 

1.5 


LD 11 

2.650 


LD 12 

6,200 


723 A/B 

0.46 


726 B 

0.06 


SRS 358 1. 

2.0 


SRS 551 

2.0 


SKS 4451 

0,4 


SRS 4452 

0.4 

.« 

VKW 352 

0.012 


SRif 252 

0.010 


StM 35 

0.004 


SR.V 354 

0.004 
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